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(57) ABSTRACT 

.An airfoil system includes an airfoil body and at least one 
flexible strip. The airfoil body has a top surface and a bottom 
surface, a chord length, a span, and a maximum thickness. 
Each flexible strip is attached along at least one edge thereof 
to either the top or bottom surface of the airfoil body. The 
flexible strip has a spanwise length that is a frmction of the 
airfoil body’s span, a chordwise width that is a function of the 
airfoil body’s chord length, and a thickness that is a function 
of the airfoil body’s maximum thickness. 

7 Claims, 5 Drawing Sheets 
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AIRFOIL SYSTEM FOR CRUISING FLIGHT 

Pursuant to 35 U.S.C. §119, the benefit of priority from 
provisional application 60/943,894, with a filing date of Jun. 

14, 2007, is claimed for this non-provisional application. 5 

ORIGIN OF THE INVENTION 

The invention was made by employees of the United States 
Government and may be manufactured and used by or for the 1 0 
Government of the United States of America for governmen- 
tal purposes without the payment of any royalties thereon or 
therefor. 

BACKGROUND OF THE INVENTION 15 

1. Field of the Invention 

This invention relates to airfoil systems. More specifically, 
the invention is an airfoil system that improves the aerody- 
namic efficiency of a winged aircraft operating in the air- 20 
craft’s cruise flight regime. 

2. Description of the Related Art 

Airfoil systems utilized by most current-day aircraft 
include two rigid assemblies. The first rigid assembly is the 
main body of the airfoil that is attached to an aircraft’s fuse- 25 
lage. The second rigid assembly comprises one or more rigid 
flaps that are movably coupled to the trailing edge of the 
airfoil’s main body. As is well known in the art, these rigid 
flaps are typically pivoted into the “over the wing’’ airflow 
during take-off and landing. However, these airfoil systems 30 
are not equipped to optimize “over the wing” airflow for fuel 
efficiency during an aircraft’s cruising operation regime. 

SUMMARY OF THE INVENTION 

35 

Accordingly, it is an object of the present invention to 
provide an airfoil system that improves aerodynamic effi- 
ciency for an aircraft operating in the cruising regime. 

Other objects and advantages of the present invention will 
become more obvious hereinafter in the specification and 40 
drawings. 

In accordance with the present invention, an airfoil system 
includes an airfoil body and at least one flexible strip. The 
airfoil body has a top surface and a bottom surface, a chord 
length C, a span S, and a maximum thickness T MA _ V . Each 45 
flexible strip is attached along at least one edge thereof to 
either the top surface or bottom surface of the airfoil body. 
Each flexible strip has a spanwise length that is approximately 
0.5(S) to S, a chordwise width that is approximately 0.05(C) 
to 0.2(C), and a thickness that is approximately 0.01 (T Miv ) to 50 
0. 05 (T M ax)- 

BRIEF DESCRIPTION OF THE DRAWINGS 

FIG. 1 is a schematic side view of an airfoil system in 55 
accordance with an embodiment of the present invention; 

FIG. 2 is a schematic plan view of the airfoil system shown 
in FIG. 1; 

FIG. 3 is a schematic side view of an airfoil system in 
accordance with another embodiment of the present invention 60 
where the flexible strip covers a cavity in the airfoil’s body; 

FIG. 4 is a schematic side view of an airfoil system in 
accordance with another embodiment of the present invention 
where the flexible strip extends past the trailing edge of the 
airfoil’s rigid portions; 65 

FIG. 5 is a schematic side view of an airfoil system in 
accordance with still another embodiment of the present 
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invention where flexible strips are attached to the top and 
bottom surfaces of the airfoil’s rigid main body and extend 
past the trailing edge of the airfoil’s rigid portions; 

FIG. 6 is a schematic view of an airfoil system incorporat- 
ing embedded actuators in accordance with another embodi- 
ment of the present invention; and 

FIG. 7 is a schematic view of an airfoil system incorporat- 
ing embedded sensors and actuators for active control of the 
airfoil system in accordance with another embodiment of the 
present invention. 

DETAILED DESCRIPTION OF THE INVENTION 

Referring now to the drawings and more particularly to 
FIGS. 1 and 2, an airfoil system in accordance with an 
embodiment of the present invention is shown and is refer- 
enced generally by numeral 10. Airfoil system 10 will be 
coupled on one side thereof to the fuselage 100 of an aircraft. 
The particular type of luselage is not a limitation of the 
present invention. 

Airfoil system 10 includes a main airfoil body 20 and a 
flexible element or strip 30. Airfoil body 20 is any conven- 
tional airfoil/wing having a rigid main body 21 and a rigid flap 
(or flaps) 22 coupled to main body 21 such that flap(s) 22 
blend into main body 21 while being movable with respect 
thereto at a point of separation 23 . As is well known in the art, 
flap(s) 22 are moved into the air flowing around airfoil body 
20 during take off and landing operations. Coupling/moving 
mechanisms (not shown) used to create such movement are 
well understood in the art and are not limitations of the 
present invention. 

Airfoil body 20 has certain well known attributes that are 
used to constrain flexible strip 30 as will be explained further 
below. The relevant attributes of airfoil body 20 are its chord 
length C (i.e., length measured from the leading edge of main 
body 21 to the trailing edge of flap(s) 22 when flap(s) 22 are 
in their aligned or neutral position as shown in FIG. 1), span 
length S (i.e., length measured from fuselage 100 out to the 
outboard tip of main body 21 as shown in FIG. 2), and the 
maximum thickness T^^-of main body 21. 

Flexible strip 30 is any metal, polymer, composite, etc., 
constructed in one or multiple layers to have a desired amount 
of flexibility for a particular application. Accordingly, it is to 
be understood that the choice of material(s) for flexible strip 
30 is not a limitation of the present invention. In general, 
flexibility of strip 30 can be configured for passive operation 
and/or active operation. During passive operation, flexible 
strip 30 undergoes deflection owing solely to an airflow mov- 
ing around airfoil body 20. During active operation, flexible 
strip 30 undergoes deflection owing to actuation of one or 
more actuators (not shown in FIGS. 1 and 2) embedded in 
flexible strip 30 as will be explained further below. The flex- 
ible strip 30 is embedded a wake generated by said airfoil 
body. 

For each of the embodiments disclosed herein, flexible 
strip 30 has defined length, width, and thickness dimensions 
that are functions of span length S, chord length C, and 
maximum thickness T MAX , respectively. More specifically, 
tests of the present invention have shown that the length L of 
flexible strip 30 (i.e., the strip’s spanwise length) should be 
approximately 0.5(S) to 1 .0(S). The width W of flexible strip 
30 (i .e., in the chordwise dimension) should be approximately 
0.05(C) to 0.2(C). The thickness t of flexible strip 30 should 
be approximately 0.01 (J MAX ) to 0.05(T Afc4A .). Note that the 
width W and thickness t are exaggerated in the drawings for 
clarity of illustration. 
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In the illustrated embodiment of FIGS. 1-2, the leading 
edge 30A of flexible strip 30 is attached to the top surface 21 A 
of main body 21 only along a line that is located a distance D 
from the leading edge of airfoil body 20 as best seen in FIG. 

2. The distance D is in the range of approximately 0.1(C) to 5 

0.7(C). Positioning flexible strip 30 in this way provides 
boundary layer separation control when airfoil system 10 is 
operating in the cruise regime of flight. Hie sides and trailing 
edge 3 0B of flexible strip 30 remain free and unencumbered. 

To keep the entirety of flexible strip 30 away from flap sepa- to 
ration 23 and flap(s) 22, flexible strip 30 can be further con- 
strained in its width W such that the entirety of flexible strip 
3 0 resides in the area defined by top surface 21 A of main body 
21 as shown in this embodiment. 

Another embodiment of the present invention is illustrated 15 
FIG. 3 where a shallow spanwise cavity 24 is formed in top 
surface 21A of main body 21. Flexible strip 30 is provided 
over cavity 24 with either just its leading edge 3 0 A attached to 
top surface 21A, or both its leading edge 30A and trailing 
edge 30B attached to top surface 21A. Cavity 24 provides , 0 
controllable deformation of flexible strip 30 below top sur- 
face 21A. This embodiment provides control over boundary 
layer transitions and separation, as well as control over shock 
waves. 

Still other embodiments of the present invention are illus- 
trated in FIGS. 4 and 5 where the flexible strip of the present 
invention is positioned to optimize flow control when the 
airfoil system is operating in the cruise regime of flight. 

In FIG. 4, a single flexible strip 30 is positioned such that its 
free and unencumbered trailing edge 30B extends aft of the 
trailing edge of flap(s) 22. The leading edge 30A of flexible 30 
strip 30 can be attached to airfoil body 20 at either main body 
21 (as shown in FIG. 4) or flap(s) 22. 

In the FIG. 5 embodiment, two flexible strips 30 are used 
with one being attached to the top surface of airfoil body 20 
and the other being attached to the bottom surface of airfoil 35 
body 20. The trailing edge 30B of each flexible strip 30 
extends aft the trailing edge of flap(s) 22. In this embodiment, 
the leading edge 30A of one flexible strip 30 is attached to the 
top surface of flap(s) 22 while the leading edge 30A associ- 
ated with the other flexible strip 30 is attached to the bottom 40 
surface of flap(s) 22. 

As mentioned above, the airfoil system’s flexible strip(s) 
can provide passive and/or active control. In terms of active 
control, actuators can be coupled to the flexible strip(s). For 
example, FIG. 6 illustrates an earlier described embodiment 
of the present invention and further illustrates a number of 43 
actuators 32 embedded within flexible strip 30. The embed- 
ded nature of actuators 32 is reflected by the use of dashed 
lines. Actuators 32 can be one or more types of “smart” 
materials (e.g., shape memory alloys, piezoelectric materials, 
etc.) that can be actively shaped to thereby control the shape 50 
of flexible strip 30. By way of example, actuators 32 can run 
from the flexible strip’s edge 30A to its trailing edge 30B. 
Actuation of actuators 32 could be provided in accordance 
with a pre-detennined scheme designed for specific cruise 
operation conditions. 55 

Hie present invention could also be implemented as part of 
an active feedback system as illustrated schematically in FIG. 

7. That is, in addition to embedded actuators 32, a plurality of 
sensors 34 could be embedded within flexible strip 30 to sense 
one or more conditions (e.g. pressure, humidity, temperature, 6Q 
sound, acceleration, etc.) associated with the airflow moving 
over top surface of flexible strip 30. The number, type, and 
positioning of the sensors can be designed for specific appli- 
cations and, therefore, are not limitations of the invention. 
The sensor signals can be collected by a controller 36 that 
processes the sensed-condition signals in order to generate 65 
actuation signals for actuators 32. 
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The advantages of the present invention are numerous. The 
use of one or more specifically-constrained flexible strips will 
improve the aerodynamic efficiency of a conventional airfoil 
operating in cruise flight. Since the flexible strip is minimally 
invasive, it will not significantly impact take-off or landing 
aerodynamics. The flexible strips are simple elements that 
can be used passively or actively. 

Although the invention lias been described relative to a 
specific embodiment thereof, there are numerous variations 
and modifications that will be readily apparent to those 
skilled in the art in light of the above teachings. It is therefore 
to be understood that, within the scope of the appended 
claims, the invention may be practiced other than as specifi- 
cally described. 

What is claimed as new and desired to be secured by 
Letters Patent of the United States is: 

1. An airfoil system, comprising; 

an airfoil body having a flap coupled to a main body at a 
flap separation, wherein said main body comprises a top 
surface and a bottom surface, and said airfoil having a 
chord length C, a span S, and a maximum thickness 

Tm.-lyI 

a flexible strip comprising at least one edge and having a 
spanwise length that is approximately 0.5S to 1.0S, a 
chordwise width that is approximately 0.05C to 0.2C, 
and a thickness that is approximately O.OIT^^- to 
0.05T MiV ; 

wherein said flexible strip is attached to said top surface 
along said at least one edge thereof at a line aft of said 
leading edge of said airfoil body; 

wherein said line is located a distance from said leading 
edge that is approximately 0.1C to 0.7C such that the 
flexible strip does not extend beyond the flap separation; 

wherein said flexible strip is configured to provide bound- 
ary layer separation control when said airfoil system is 
operating in a cruise regime of flight; and 

wherein said flexible strip is configured to be embedded in 
a wake generated by said airfoil body. 

2. The airfoil system as in claim 1, further comprising at 
least one actuator embedded within said flexible strip. 

3. The airfoil system as in claim 1, further comprising: 

at least one sensor embedded within said flexible strip for 
sensing at least one condition at a surface thereof and for 
generating a signal indicative of each said condition; 

at least one actuator embedded within said flexible strip; 
and 

means coupled to said at least one sensor and said at least 
one actuator for controlling each said actuator based on 
each said signal generated at said flexible strip. 

4. The airfoil system as in claim 1, further comprising a 
second flexible strip coupled to said bottom surface of said 
airfoil body near a trailing edge thereof and extends aft of said 
trailing edge to terminate in an unencumbered edge. 

5. The airfoil system as in claim 4, further comprising at 
least one actuator embedded within each said flexible strips. 

6. The airfoil system as in claim 4, further comprising: 

at least one sensor embedded within each said flexible 
strips for sensing at least one condition at corresponding 
surfaces thereof and for generating a signal indicative of 
each said condition; 

at least one actuator embedded within each said flexible 
strips; and 

means coupled to said at least one sensor and said at least 
one actuator for controlling each said actuator based on 
each said signal. 

7. The airfoil system as in claim 1, wherein said flexible 
strip is a polymer. 





